jealous temper which Ellen Terry eventually found intolerable. .She implies
in this chapter that her second husband had no notion of playing second
fiddle as an actor. He fancied himself as a leading man. This justifies the
presumption that he was mortified by her engagement at the Lyceum, which
threatened his position as her leading man. It is known that he resented the
friendship with Henry Irving which was the sequel to the engagement.
Ellen Terry continued to tour with her husband until 1880. In 1881 there
was a judicial separation. In 1885 Charles Wardell died. Ellen Terry paid his
debts, and for years supported the sisters of his first wife! One happy result of
her second unhappy marriage was that it healed the breach between her and
her family which had caused both great pain. In a letter at this time to an
old friend Ellen Terry writes of her joy at the reconciliation: "Thank God,
mother is alive, and I can atone to her for the pain I unintentionally caused
her."

7. The parts played by Ellen Terry during the period covered by Chap-
ter VI were: Blanche Hayes ("Ours," 1876); Kate Hungerford ("Brothers,"
1876); Lilian Vavasour ("New Men and Old Acres," 1876); Georgina Vesey
("Money," 1877); Lady Teazle ("School for Scandal," 1877); Lady Juliet
("The House of Darnley," 1877); Mrs Merryweather ("Victims," 1878);
Olivia ("Olivia," 1878); Iris ("The Cynic's Defeat," 1878); Dora ("Dora,"
1878).
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